Collection tube stool collection feces containers 


Collection tube is used to store fluids that need to be tested (eg blood, 
urine) 


Location: China Business 
Type: Manufacturer, Exporter 
Brands: Hongding 


origin: zhejiang 
Color: orange 
Terms of payment: L/C, T/T 


Terms of delivery: Shipping 
Minimum order quantity: 10 CTNS 
Packing: 50*50*30 

Delivery time: 7-15 days 


https://www. hongding-medical. com/product/urine-container-stool-contai 
ner/collection-tube-stool-collection-feces-containers. html 


